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6.

Module 5-1

Lesson Topic 5-1-3

You have studied the interconnection diagram,
figure 2-3,   and the Interconnection and Test
Cables tables,  2-5 A and B.

The cable numbers shown on the tables   correspond
to the numbers printed on the  cables.     The tech-
nician should refer to the plug/jack reference
designator column for each cable  to be  checked
or connected.    The cables  connected between the
major units must be connected as shown;   otherwise
the radar system will be inoperative or possibly
damaged,

The following problems  are provided  to  give you
a working knowledge of  the  Interconnection and
Test Cable Table 2~5.

a.      The reference designators  for  the plug/jack
connectors for W7 are                    and

b.      The cable reference designator  for the  cable
connected between A7J3 and A8J4  is _________

c.      Which units is W9  connected between?   (The
unit reference designators)

a.   A3J1, A4J1

b.   W18

c.   A6, A3

7.      Which cable is connected between A1J3 and A3J5?
Refer to the Interconnection and Test Cable Table
2-5.

14 cables are represented by
